LOURDES  BASILICA,  AVE  MARIA  GROTTO 
ST.  BERNARD,  ALABAMA 
This  replica  is  the  last  effort  of  Brother 
Joseph  in  the  construction  of  miniature  churches. 
It  reminds  the  pilgrim  of  Lourdes  of  the  beauti- 
ful Basilica  of  Lourdes,  the  place  where  a  mil- 
lion or  more  pilgrims  go  every  year.  This  replica 
is  in  the  Ave  Maria  Grotto,  on  the  campus  of 
St.  Bernard  College  and  Seminary,  near  Cullman, 
Alabama  on  Highway  31,  about  56  miles  north 
of  Birmingham. 
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